KIT, MODEL K-90 


SECTION 5400 





BOX JOINT PLIERS 


Precision tools for delicate instrument and electronic work. Featuring box 


_joints and unusually small, fine heads. Each pair of pliers accurately ad- 
~ justed. All models have vinyl cushjon ha 


nd grips. 









SIZE PRICES, 


DESCRIPTION SV4"- 534" = 44"? - 434" EITHER SIZE 

Cat. No. Cat. No. Net ea. 10 or more 
Flat nose 11B 10B $3.60 $3.25 
Round nose 21B 20B 3.60 3.25 
Needle nose 26B 25B 3.90 3.50 
Chain nose 31B 30B 3.60 3.25 
Diagonal cutter . 41B 40B 4.90 4.40 
Flush end cutter 51B 50B 4.90 4.40 





All models are heavily nickel plated to prevent rusting. Red plastic cushion- 
grips reduce operator fatigue. Needle-nose pliers have smooth surfaces, with 
radius edges for bending fine wires. Chain-nose pliers have fine serrations 
on. tips for gripping. The diagonal cutter is new taper-jaw style and gives 
a flush cut. All cutters are available with return spring. Add X to catalog 
number and 25¢ to net price. 


: 







A beautifully-made set for deburring, scraping, 
stripping fine wires, printed-circuit repairs, etc. 
Kit consists of handle and an assortment of 10 
tiny blades in a plastic case. 


soos seepage gues vad ony comecsevuacests ateen eayGa and an Laas vane ioeseeeias eae Net $2.95 


mee 


Replacement blades for K-90 kit. Package of 10 blades (assorted — 9 Styles). 


EXTRA BLADES, Cat. No. 9100 


SCISSORS 


¢ 


Cat. No. 


-. Formerly ORYY CO. 





sSccek seb Ons srapeeds vy adent seep lovausesaptedestevautckaveo oetteds Net $1.98 


ae ee 


Four models for electronic work. T-3 is box joint cutter for very fine wires. 
T-6 is popular ‘‘electrician’s’’ model for all cutting jobs. T-7 has small cut 
length for close-quarter jobs and wire cutting. T-9 is a high-leverage cutter 


_ for very hard wires and light sheet meal. All models nickel plated. 


Cat. No. Description Length Net ea. 10 or more 
T-3 Fine wire nipper 4” $3.55 $3.20 
T-6 Electrician’s scissors 5” 2.40 2.15 

T-7 Stub-nosed scissors 4” 2.40 2.15 
T-9 High-leverage cutter 43," 7.49 6.75 


2 NR CAD SRTTED GRD GAN ENO GENE NEED EE CRED FER GS TE SEE SN GE) SOONERS emeeem comene GENEEEE GRUNER SEE GEEENES GREE GEES GEES © 





939 


High-quality, miniature precision screwdrivers. Type 539 has plastic insulating 
handle. Type 579 has removeable blade. Blades are chrome-vanadium steel, 
specially hardened and blued. Replacement blades available for Type 579. 


579 


Cat, No. Blade Size Length Net ea. 10 or more 
539-10 04" 3.4” $ .82 $ .74 
539-15 06” 4.0” “82 14 
539-20 08” 4.0” 82 74 

539-25 .10/ 4.4" 82 14 
539-30 12" 4.4" 82 74 
579-A 025" 4.0" 1.29 1.16 
579-B 040” 4.0" 1.29 1.16 
579-C 055” 4.0" 1.29 1.16 
. §79-D 070" 4.0” 1.29 1.16 
579-E .080” 4.0" 1.29 1.16 
579-F 090” 4.0” : 1.29 1.16 





SCREWDRIVER SETS in plastic cases 


Description Pieces Net ea. 10 oF more 
540 Set of #539 drivers 5: $3.95 $3.55 
579 Set of #579 drivers 6 7.95 7.15 
583 2.35 2.10 


Fixed-blade set . 6 


ne ae 
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TWEEZERS © 


ASSEMBLY TWEEZERS 612 


Industrial assembly tweezers with vinyl cushion finger grips to reduce 
operator fatigue. Bright nickel plated. 9 models. 


"a ETB 





Cat. No. End Style Configuration Length Netea. 10 or more 
102 Pointed Straight 4" $1.10 $1.00 
112 Pointed Angled 4 1.35. 1.22 
202 Round Straight qu 1.10 1.00 
207 Round Straight 7 2.75 2.35 
217 Round Angled 7 2.75 2.35 
212 Round Angled 4’ 1.35 1.22 
302 Flat Straight 4” 1.10 1.00 
312 Fiat Angled 4” 1.55 1.35 
402 Oblique Straight 4” 1.10 1.00 
512 Large oblong Angled 4” 1.45 1.30 
612 Medium oblong Angled 4Y2" 1.45 1.30 

STAINLESS STEEL ta si | 

TEFLON-COATED TWEEZERS a at, sane * 216 

All models are stainless steel. All models have broad holding surfaces. 


700-series are reverse-action clamping types for holding or heat-sink. Teflon 
coated models are used in acid or where metal: cannot touch parts 


being handled. 
Configu- Teflon 10 or 
Cat. No. Style Length ration coated? Net ea. more 
603 Semiconductor Alt" Straight No $1.89 $1.70 
613 Semiconductor Alyn" Angled No 2.10 1.89 
653 Semiconductor 412” Straight Yes 2.49 2.24 
663 Semiconductor 41," Angled Yes 2.70 2.43 
206 Heavy-duty 7 Straight No 3.39 3.05 
216 Heavy-duty rid Angled No 3.66 3.30 
256 Heavy-duty 7" Straight Yes 4.14 3.73 
266 ~Heavy-duty 7 Angled Yes 4.41 3.98 
702 Small clamping 4” Straight No 2.76 2.48 
712 Small clamping 4" Angled No 2.97 2.67 
752 small clamping 4 Straight Yes 3.36 3.02 
762 Small clamping 4” Angled Yes 3.57 3.22 
706 Large clamping 614" Straight No 4.23 3.81 
766 Large clamping 61/4" Straight Yes 4.83 4.35 






DUMONT STYLE TWEEZERS £ © 105 


For extremely delicate work. Dumont-style tweezers are an order of magni- 
tude finer than ordinary tweezers. 105 and 107 are stainless steel. 


Cat. No. Style Description Length Netea. 10 or more 
105 #5 Extra-fine points 42" $4.20 $3.80 
107 > #7 Fine points, curved 4l/'" 4.60 4.15 
10-D D Top flush cutter 4l" 3.75 3.35 







we ven pe ita eds 


Precision Swiss needle files with vinyl cushion finger grips. 8 style 
in 2 sizes. For delicate work. No. 2 cut. Made in Switzerland. 


Cat. No. 4” Cat. No. 61/4” Style 
1000 1100 Round 
1001 1101 Square 
1002 1102 Triangular 
1003 1103 Knife 
1004 1104 Equalling 
1005 1105 Oval 
1006 1106 Flat 
1007 1107 Half round 
Net ea. — 4” styles ou... ececsteeeees $.59 (10 or more, $.53) 
— BIA" STYIES ou... ceesseceeeseee $.72 (10 or more, $.65) 
Set of 8 precision Telvac files in plastic case. 
Cat. NO. 2000 (4/ styles) .......cccssscccccsssrrrceesseeso NOt $5.55 Ca. 
sialsessivavsieasiabiseaceectuians Net 6.55 ea. 


STRIPPER 


Unique wire-stripping plier. Just squeeze, twist, 
and pull. For wires AWG #8 to #22. Positive 
adjustment with lock nut is set to protect con- 
ductors. Tool-steel heads with razor sharp edges. 
Vinyl cushion handle grips. 


MOE 22 aissiniesiisccuscadeceteeeniverbentyeones Net $3.90 ea. 





SEIZERS 


Hemostat clamps. Versatile tools witn unusual holding q 
qualities. Three ,osition snap lock clamps work tightly. ae 

Holds wires for soldering; acts as a heat sink; retrieves small parts. Box 
joint construction. Nickel finish. 


MODEL T-20 (straight Net $3.85 ea. 


MODEL T-30 (curved) Net $3.95 ea. 
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PLUG-IN 115 V. 
MINIATURE IRONS 


NO TRANSFORMER. Standard models furnished with U/L ap- 
2 ree 4’,’ cord set. Ready to plug in! 

@ COMPACT DESIGN for light production, laboratory, 
service use. Irons weigh only 1 0z., plus cord. 

@ HEAT QUICKLY (about 1 minute) to 675° F. (10 W.) and 
725° F. (15 W.) 

@ REPLACEABLE TIPS. 10 W. model furnished with %,” a tip 
(also takes K tip). 15 W. model furnished with %,.” K tip 
(also takes other tips and solder cups listed below). . 


and 


MODEL 115- 10J-3—-Complete with J tip and 3-wire grounding- type cord. Less plug...... 
MODEL 115-15K-3—Complete with K ID and 3-wire grounding- ‘type cord. Less plug .... 





ad 


REPLACEMENT TIPS AND ELEMENTS for 115 V. irons. 


Type Material Diameter Use with Net ea. | 
J Copper alloy %" 115-10 $1.55 | 
J-PL Copper, iron plated %! 115-15 2.25 
K Copper alloy oN 115-10, 115-15 1.70 | 
L Copper alloy yl 115-15 2.25 | 


Pad Pee Ree ee Dane Aeecy ae hed abbott ct: Loo cesses. Net $6.95 ea. (12 or more $6.45 ea.) 
Nit gaa aU aie ceed atleast atesiiann acne allele dds dhadede Net $6.95 ea. (12 or more $6.45 ea.) 
isha tel abate Medea tal ih netela ace nl as get) 2 Oe te» Net $6.95 ea. (12 or more $6.45 ea.) 
select anactaa gee hed Sette ACA eh BPS cliche kN Seay Net $6.95 ea. (12 or more $6.45 ea.) 
a a A ee ee ee ee ee ee ee eee eee eee ee eee eee =a ee 
Type Material Diameter Use with Net ea. 
Q Solid nickel end %!! 115-15 $1.85 
R Solid nickel end Ye" 115-15 1.85 
115-10E Replacement element for model 115-10 3.60 
115-15E Replacement element for model 115-15 3.60 





THERMAL WIRE STRIPPERS | 


sation: 


Reach those hard-to-get-at 
spots. Miniature tweezer . 
design. Pave Beil 





Idea! for repair and prototype work where a bench stripper is unsuitable. Strips 
Nylon, rubber, PVC, Kel-F, Polystyrene, and similar medium-temperature insu- 
lations. Stainless steel stripping heads are abrasive-tumbled to eliminate sharp 
edges which might damage conductors. Operating temperature: ST-6, 400°F. 
ST-18-6, 475°F., ST-18-12, 500°F. Furnished with 41’ cord. 


MODEL ST-6. For 6-volts, AC-DC, 12 watts. 


| 

| 

| 

| 

| 
MODEL ST-18-6. For 6- volts, 18 watts. MODEL ST-18-12. For 12-volts, 25 watts. | 
ALL MODELS Net $14.95 ea. | 
| 

| 

| 

| 

| 


_ST-6 6E E Replacement element- nt-head _assembly TOF SHG) caccsesesdesssscenssse Net $ 5.30 ea. 


SOLDERING AIDS 


Three-piece miniature kit consists of fork and hook, fork ands reamer, and brush. 
Non-magnetic. Solder will not adhere. Hex plastic handles. For delicate work. 


UE, MODEL R70. cis scescs oc cassvcsasus cvs sadcdevvsdosusconasesvssilost desdecssteGiaivaniberecs Net $2.95 ea. 
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MINIATURE SOLDER POT. 


Quick-heating, miniature solder pot for production, 
service, or laboratory use. Heats to 550°F in just 4 
minutes. For tinning wires and component leads; 





heating waxes and potting compounds. Capacity 
2.5 cc. For 115 V. AC or DC. 

SP-115. With cord set ready to plug in. 

SP-115-3. 3-wire grounding model, less plug. 
EITHER MODEL .......... ce eeeeeeeeeees Net $11.95 ea. 
SPC. Replacement cup and stem................ 2.85 ea. 
SP-115-E. Replacement element ................. 3.60 ea 
69-40 solder slugs for above.................... .40 ea 


SOLDER CUPS 


Solder cups replace tips on Oryx model 18 and 115-15 
soldering irons. For tinning wires and component leads. 
Hold 2.5 cc. Nominal temperature 550-600°F. 


$C-18 (Use with Oryx 18-6 soldering iron.) 
SC-115 (Use with Oryx 115-15 soldering iron.) 
EITHER MODEL 








NEW! VACUUM TWEEZER SYSTEM 


in size from micro- 
Parts are handled without damage or contamination. 
Defects caused by pinching, scratching, or marring are eliminated. Critical surfaces are protected. 
ready to plug in. 


This new parts-handling system positively and precisely lifts parts varying 
scopic to those weighing several ounces. 


Vacuum is turned on and off with the forefinger. For 115 V. A.C. complete system, 


COMPONENT PARTS OF SYSTEM 


Cat. No.  bBescription Net ea. Cat. No. Description Net ea. 
1505 Vacuum generator $22.50 1565 Tip, .047” i.d., #16 $ .75 
1575 Probe 7.95 1580 Cup, 0.5” dia. 75 
1550 ~=—s Tip, .006” i.d., #30 75 1585 Cup, 0.25/ dia. 75 
1555s Tip, .0095” i.d., #25 75 1510 ~=Tubing, 4’ length 1.00 
1560 ~=—‘Tip, .0155” i.d., #22 75 1590 ___ Filter .90 


Complete 
System 


K-150 
Net ea. $34.50 


ar 
7 








HEADBAND VIEWER 


Stereoscopic magnifier 





used in precision work 


| 

| 

| 

| 

| 

| 

A stereoscopic magnifier with large field of view. Magnification’ 24x at 8”. | 
Accurately ground lenses have the required prismatic effect to prevent eye- | 
strain. A watchmaker’s glass may be switched to either eye to increase magni- | 
fication to 5X at 2-3”. A hood shields the eyes from glare, even under 
brilliant illumination. The lower side is open, allowing unrestricted downward l 
vision for. handling tools and taking notes. May be worn with glasses. | 
| 

| 


DEL GG a2 csscteasas sosusccta tool sistessiayaphstneeutshynl rivean don ceca oiceateenseauemacivet Net $17.95 


INSTRUMENT 
REPAIR KIT 


e 35 PIECES 


e FINEST PRECISION 
TOOLS 


Every instrument shop and labo- 
ratory needs the Telvac K-50 
Instrument Tool Kit. A 35-piece 
assortment of the finest small 
tools used in instrument repair, 
precision mechanics, and fine 
electronic assembly. 





Each kit contains a 10-watt miniature soldering iron, a 4” fine taper-jaw diagonal cutter, a 4” needle-nose plier, a 5-piece precision screwdriver set, a Phillips screw- 
driver with No. 0 point, a pair of stub-nosed scissors, a 10-power eye loupe, an 8-piece 4” needle-file set, an 11-piece precision knife set, a 6-piece hex wrench set, 
a 6-piece spline wrench set, a 3-piece miniature soldering aid set, and a #5 Dumont-type stainless precision tweezer. 


INSTRUMENT TOOL KIT, MODEL K-50 


INSTRUMENT 
COMPANY 


ee — 9 ee Na 


Oo PCO OOO EEE E SCHOO LODE EOE EEO EOSECEO EEE EEOOOEEO REESE HD OSTEO EO SADHEHHEH DEEN OODED 


siivad eck vusubeuteus sacnadcudunl pPatecoveaiaian ss eoe bile esens Sian ald ieatiea eat veeanstivtenaeedoasut aces Net $49.50 ea. 





Formerly .ORYX CO. 
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